RURAL  DISTRICT  C 0 U IT  OIL 

A H N U . . L REPORT 
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OFFICER  OF  HRilLTH 
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for  the  ■ , 

. year  EUDING  3i3t.  DliCEMBER, 
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VITAL  STATISTICS 

Birth  Rate  per' 1,0,00  estinated  resident  populations 
Birth  Rate  for  England  and  Vales  * ...  ,,, 

Death  Rate  per  1,000  estimated  average  ponulations  ,,, 

Death  Rate  for  England  and  Vales  ,,, 

All  infants  per  1,000  live  births,.,  ,,. 

Infant  Mortality  Rate  for  England  and  Vales,,,  ,,,  ... 


10.00 

12,9 

4.5.45 

59 


-GENER.'aL  PROVISION  OF  HE..LTH  SERVICES  FOR  THE'. 

1,  (1)  Public  Health  Officers  of  the  Authority 

...  Medical -.OffiGer  of  Healt  h - J.  Y oung,  M,B,,  Gh,B,7 

The  Medical  Officer  acts  for  the  Leicestershire  & 

Rutland  combined  Disiricts  in  \7hich  this  District  is 
included, 

, ^ Sanitary.  Inspector  - S.Shimmin,  Certificate  of  Royal  Sanitary 

• • - ...  . , ^ _ Institute,'  Member  of  Ins'titute  of  Hygiene 

The  Sanitary  "Inspector  is  also  Surveyor  and  is  a 
whole-time  Officer, 

*1  **»'*■■■**  o 1 . 

( ii ) Laboratory  Facilities 

The  following  examinations  from  your  area  were  carried 
out  during  the  year  in  the  County  Laboratory,  "Leicester:- 

"Milk  examinations  fbacteriological) 

Sev:age  and  v/ater  analyses 
Swabs  for  Diphtheria 
Sputa  for  T.B, 

Vidal  tests  .for  ti^phoid  fever 
Hair  fpr  ringiTorn 

Urine  (general  and  bacteriological) 

I ■ Faeces  for  B,  Typhosus 

Urine  for  T,B, 

Miscellaneous 


11 

10 

9 

4 

3 

1 

1 

2 
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S:j>TIT;.RY  CtDRCmtSTANCES-“-OF-..THE  AREA 

■ " *'  ■■■>■  *■*  > i»  ■»  , 

1 . (1  ) ‘^A.TER  "■■'  ••• 

No  samples  ©f  v/ater  v/ere  taken  for  analysis. 

Number  of  cases 'In  ^^jhich  pipe  supply  was  substituted 
for  well  v/ater  o <,  c ' A # • • •••  ...  74 

Number  of  Parishes  v/ithout  a piped  water  supply  19 

Number  of  Parishes,  with  piped  vrater  supply: - 

i a)  f r om  - .pub  1 i c mams  i? . • « .'  • -..'.4. . * ...  i.>.  .i*#  8 

(b)  from  private  reseTvbir  ...  •••  •••  9 

There  vras  a persistent  shortage -of.,  water  at  Tilto:  . One 
public  vrell  has  been  improved,  Appareht-shortage  by  reason 
^ ^ of  bad  distribution  at  Owston.  The  Council'  should 

■ * adopt  and  improve  the,  Owston  sup.ply  as  suggested  in  the 
Survey; o-r-’p  scheme  in  19 


Connections  to 'riiains  are  still  being  made  in  Bille  don^ 
Houghton,  Great  Glen  and  Burton  Overy,  In  viev/  of  the 
veby  b®d  ahalysis  of  many  Billesdon  supplies ’ the -slow  rate 
..of  connection  tp^  the  nev/  mains  is  noticeable;-  The  cost 
o*f  analysis  of  up*  -to-date  samples  vdth  a view' to  legal 
,,  proceedings  • against  owners  deters  such  actionj./.but  that  is 
^the  ohly  coursed’  . : 

■'T’ater  tanks  are  ready  to  distribute  fresh 
water  in  emergency.  Selected  springs;  are  to  be  improved 
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...  12 

(ii)  PUBLIC  CLEi^dlSING  " ■ -.l''' 

^ I*  • ' •••*  *.  • ' 

House  refuse  is  remoyed  and^  disposed  of  as  follows:- 

' ■ Contract  Great  Glen  ,and’'Bu-rt oh. -Overy  - disposal 

by  crude  dumping. 


to  form' "the.  source  from  which  water  can  be  carted, 

(2)  DRx'JlLlGE.  .'AIL  SE^lERilOE 

•Number  of  cesspools  in  District  at'"end  of  1941 

2.  (1),-  'closet.  ACC OMMOD/AION 

Total  number  in  the  District'-h.tj the  end  of  I941i- 

1 ^ Privies  t>  6 9 ok.  ...  .♦*  ...  .k.  f** 

2^  Pail  Closets  00,  ...  ...  ••• 

3/  Water  Closets,  one  » •o  e ...  ...  ... 

Numbe-''  'of  privies  converted-  t<5  Pail  Closets 

during  the  year  . 9 » o ..<>■  ,.;  •«.  ... 


Direct  labour,  Thurnbyij  Houghton,  Stoughton, 
Scraptoft,  Hungarton  and  Tilton  - disposal  by 
controlled  'tipPingo 


Means  adopted  for  the  cleansing  of  earth  closets,  privies, 
ashp'its  and  cesspools 

contract  Great  Glen  and  Burton  Overy, 

Direct  labour  - Thurnby,  Houghton,  Stoughton,  Tilton 
Scraptoft,  Hungarton  and  Billesdon;  Disposal  by 
trenching  into  arable  land  for  night  soul  and  disposal 
on  g ass  for  cesspools. 

2. 


(iii)  S..LV..GE 


Salvage  is  collected  "bj^  the  Local  Authority  in 
Scavenged  Parishes  and  in  all  Parishes  by  Mr*  G.  A.  Palner 
Council’s  Hon<,  Salvage  Officer*  Village  duiips.  have  been 
forned  under  Mrc  Palner ’s  directions  and  are  cleared 
as  soon  as  he  is  notified  b.y  the  Organiser,  that  natcrial 
constituting'  a load  has  accunulatedo  All  classes  of  salvage, 
excluding  pig  food,  arc  collected.^ 

All  natcrial  collected  is  drnped  at  the  Council’s 
Cleansing  Depot  at  Stoughton,  ’.There  the  feu  renai.ning  employees 
have  to  sort,  bale  and  d spatch  salvage,  thus  losing  time  froij 
their  ordinary  uork 

Civ) SANIT.iRY  INSPECT  ICR  OF  THE  AREA 

The  particulars  given  under  this  Heading  should  be  for 
all  purposes  including  particulars  given  else’.There  in  this 
report . . 

Total  number  of  conplaints  received  ...  120 

Total  number  of  defects  or  nuisances  discovered*,  70 


Nature  6f  insnections r- 


Dv/elling  houses  (all 
purposes ) 

Inspections 

Revisits 

330 

Tents,  Vans,  etc. 

2 

A 

Slaughter  houses 

4 

A 

' — Pood  premises 

3 

Dairies  and  cousheds 

45 

Offensive  trades 

Animal  keeping 

— 

A 

Workshops,  etc. 

25 

Shops 

15 

-• ' 

Other  premises 

444 

NOMCES 

Preliminary 

Housing 

Other 

Outstanding  on  1st,.  Janaary 

Issued  during  the  ^^car 

38 

20 

Complied  ’.7ith  during  year 

38 

20 

Statutory  action  necessary 

A 

Outstanding  31 st . December 

- 

•Ail 

' • - Statutory 

Housing 

other 

* • Outstanding  on  1st*  January 

Issued  during  the. year 
Compliea  v;itn  duriftg  year 

2 

Outstanding  31st*  December 

1 

- 

(vf  REGULATED  BUILDINGS 

• 'W'  ■ ''r  ..  i ! . • rr  LI  II  ■ ■ • INI  r 

Tents,  Vans,  etc*  There  are  26  in  the 

District  and 

1 2 inspections  ’vere  made* 

Gcnei’a.l  con'll tions  v/crc  noted 

as' being' good* 

3 


(vi  ) SOHOOLS  ..  , . 

The  senito.ry  conditions  arc  fair.  The  vjator 

STipply  to  Burton  Ovcry  School  is  very  unsatisfactory, 

INSPECTION  AMD  SUPERVISION  OF -FOOD 


(a)'  MLK  SUPPLY 


Gov.^keepers 


Number  on  the  Register  126 

Number  of  inspections  of  premises  30 

Number  of  contraventions 
outstanding^  from  previous 
‘ ' year 

Number  of  contraventions  found  ;:; 

during  the  3^ear  2 

Niunber  of  contraventions  remedied 
during  the  .year  2 

Number  of  contraventions 

outstanding  31 st , ^December  - 

Total  Contraventions 


Pair^/men  of 

miTk  (bt"acr  than 
'Co^:d6ccp'crs  y ' ' 


4-8 

15 


2 


2 


Outst^j.uding  Found,  during  Remedied  during  Opt  standing 

from  previous  the  year  yoap  3lstX  beciA 

year  ' ' 


Cleansing  - 

Structural 
alterations 
Utensils 

Other  - 

NILK  SiifPLING 


3 . P 3 

N I L ■ 

N ■ I L 

1 1 


No  milk  samples  have  been  t aken  during  the  .year, 

(b)  MEAT  IJME  OTHER  FOODS  . 

No  regular  slaughtering  is  carried  out  in  the  District, 


HOUSING  ■ 

1 . INSPECTION  OF  D’"ELLING  HOUSES  DURING  THE  YEAR 

(1)  (a)  Total  number,  of  duelling  houses  inspected  for  housing 

defects  ('inder  Public  Health  or  Housing  Acts)..,’  •••  50 

(b)„  Number  of  inspections  made  for  the  purpose  50 

(2)  (a)  ' Number  of  duelling  houses  (included  under  sub-head_.  P''’ 

(1  ) above)  uhich  ’lere  inspected  and  recorded  under 
the  Housing  Consolidated  Regulations  1925  arid  1932*,,  50 
Number  of  inspections^  c o ooo  o.f.«  ,,,110 

(3)  Number  of  duelling  houses  found  to  be  in  a state  so 
dangerous  or  injurious  to  health  as  to  be  unfit  for 

h uman  habitauion  -.i.o  so.  ...  ...  10 

(4-)  Number  of  dr.^elling  houses  (exclusive  of  those  referred 
to  under  the  preceding  sub-head)-  found  not  to  be  in 
all  respects  reasonably  fit  for  hPman  habitation  ,,,  40 


k 


2. 


REMEDY  OP  DEFECTS  DURING  THE  YE.'.R  V,N.T^^OUT  3ERVIGE  OF  FORIvU.L 
NOTICE 


Ntunbcr  of  defective  duelling  . houseG  , rendered  'Cit  in 
conseouencG  of  informal  action  by.tae  Local , Aiithority 
of  tbeir  Officers  coo  o o ^ o o o n rr  ^ ,i  "i  p c s c « o o • 28 

Number  rendered  fit  by  Ov'nrrc  , coo  co*  i 

3 . ACTION  UiTDER  STi.TUTORY  PONE  RS  .DURI NO  THE  YE..R 

Number  of  Notices  served  ^,^00  c--,  ooo  coosye?  2 


Number  of  liouses  rendered  fib  'Dy  Ov:rors,o  (,•>0  0 ? 


• P ^ 


1 


Number- of  houses  demolished  0 o 
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PREV.ILENCE  OF  idID  COilTROL  OVER  INFECTIOUS 
t3^'''OTH¥R  DISEi.'gg  ^ 


Notifidie  Disease  (other  than  T;'^b.j'£L]i;  0£iLF.)  during  the  year,  1941 


Disoase 

Total  cases. 

0 a B os  a djn.i  1 1 e d 

Total 

nei/ifiet 

to_  Plospital 

Deaths 

Scarlet  Fever 

A 

J 

Diphtheria 

'i 

Pneumonia 

b 

Iho oping  Cough 

Ls 

- 

Me  as  les 

— 

Paratyphoid  Bo 

■2; 

2 

- 

A(r..i  G.10U,rS 


Disease 


“t 


Scarlet  Fever 

Diphtheria 

Pneumonia 

Erysipelas 

Measles 

^Vho oping  Cou^ 

Parati^rphoid  'B’ 


Under  f 


"■  'f'"’ 

1 ■:~2k~3\3-U 

L 

■5 

L. 

1 

1 0 j 1 5 
':5j  20 

20 

25 

35 

45 

45 

65 

65  and 

ovec 

i ! 

i 1 

2 

. i 

'!  I 

1 

! i 
! ! i 

, 

I 

< 

! 

1 

} 

1 3 ; 6 • iL 

■ 

13 

6 1 Ll 

5 

1 

\ 

j 3 ! i 1 6 

5 

23 

3i  2 

Lj L_. 

-i 



i 1 

L-  : 

, 

TUBERCULOSIS 


IjTnder  one 


5 

5-15 
15  - 25 
25  - 35 
35  - 45 

45  - 55 
55  - 65 
63  and 
over 


Cases  and  Mortality  durin,g_i 941, 


Nev  Gases’ 

Pulmona  ry  Non--«-pul-m  onarv 

¥ ¥ ¥ ' I’ 


Deaths 

Pulmonary  Non-nulmonary 
M ¥ P 


1 

3 

2 


1 

1 


6 


3 


5o 


